L 



ResidentialSeries 



SpeedStream Powerline USB Adapter 





Plug-In & Play™ Powerline networking for USB 
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Powerline USB Adapter 




WIRES IN THE WALLS SIMPLICITY 

Transforms the AC power wiring already tliroughout your home into a 
robust, high-performance broadband network. There are no cables to run 
and no wireless signal falloff. If you've got an AC outlet, you can plug in 
a network node. Advanced, HomePlug 1.0-compliant technology lets your 
digital data and your electric appliances safely and reliably co-exist — and 
ensures full compatibility with future HomePlug-compliant devices. 



ETHERNET-CLASS NETWORK SPEED 

The USB interface provides up to 12 Mbps data transfer for any USB 
equipped PC running Windows® 98SE, Me, 2000, or XP. Sophisticated 
HomePlug data conditioning and error correction automatically optimizes 
the entire Powerline network for blazing performance at up to 14 Mbps*. 



WIRED-IN NETWORK SECURITY 

Wired networks inherently resist data interception. Plus, SpeedStream 
Powerline devices feature HomePlug 1.0 56-bit DES encryption on all 
network data. This helps ensure your Internet traffic, e-mail, and other 
communications remain protected and private. SpeedStream 
Powerline's wired-in security means what's in your wires, goes no 
further than your walls. 
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The SpeedStream" Powerline USB Adapter brings you 
easy, affordable, high-speed networking using the existing 
AC power wiring buiit into your walls. Its breakthrough 
HomePlug-compliant technology gives you Ethernet-class 
speed and security. Add in its superior ease-of-use, and 
configuring a new network or expanding an existing one 
has just become Plug-In & Play simple. Now, your network 
is already In the family room, bedroom, kitchen, den, or 
anywhere you find an AC outlet. 

Use with other SpeedStream Powerline devices to make 
simple networks between two or more computers, expand 
a wireless network into a "dead zone", or combine with a 
SpeedStream broadband router to share your Internet 
connection and peripherals with every PC in the house. 

Attached to USB-equipped Windows* PCs, the 
SpeedStream" Powerline USB Adapter provides up to 12 
Mbps USB data rate into the 14 IVIbps Powerline 
network*. Its compact, wall-hugging form requires no 
desk space and Is easily moved from room to room. With 
SpeedStream Powerline, you've already got the network 
you need for data, gaming, streaming media, and the 
future. 



Get a SpeedStream" Powerline USB Adapter and plug-in to 
the power of the Broadband Life. 
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SpeedStream Powerline USB Adapter 




Features and Benefits 

• Uses existing AC wiring for instant network connectivity anywhiere you hiave 
an AC outiet 

• Provides fuii USB data rate connections Into maximum 14 iVIbps 
Poweriine networks 

• Easiiy integrates witli other manufacturers' HomePiug 1.0-compliant 
products and othier networking technoiogies and equipment 

• Compact, wall-hugging design with smaller-than-credit-card-size footprint 

• Adapter plugs directly into power outlet and uses no desk space 



Technical Specifications 

Form Factor: External wall plug device 
Power: Bus-supplied USB; 5 VDC, 230 mA 



Media Interface: 

(1) USB Type-B connector for USB PC interface 

(1) Integrated NEMA 1-15P Std. 2-prong AC plug for 

Powerline LAN 

Network Data Rate: 

USB Interface data rate up to 12 Mbps 

HomePiug Powerline network data rate up to 14 Mbps 



56-bit DES encryption of all network data provides superior security 
and privacy 

LED indicators clearly show device and network status 
Simple installation with easy-to-follow Quick Start Guide 



Modulation: 

OFDM symbol modulation; DQPSK; DBPSK; ROBO carrier 
modulation 

Frequency Band: 

4.3 MHz -20.9 MHz 



* 12 Mbps is the maximum USB 1.1 data rate. 14 IVIbps is the maximum HomePiug 1.0 Powerline 
network data rate. Actual data rates will vary, and may be less than the maximum possible speed. 



Diagnostic LEDs: 

Link, Collisions, Activity 

Standards: 

Fully compliant with HomePiug 1.0 and USB 1.1 



SpeedStreawP Powerline USB Adapter 




Certifications: 

FCC Part 15 Class B, UL 

Warranty: 

1 year parts and labor for hardware 

Additional year available with product registration 

System Requirements: 

An available 110 VAC outlet 
USB-enabled PC 

At least one other Powerline-enabled device 

USB supported OS: Windows' 98SE, 2000, Me", XP 

Additional equipment may be required to connect multiple users 



Model SS2501 



To learn more about the SpeedStream" products visit: 
www.speedstream.com 
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Corporate Headquarters: 
Efficient Networks, Inc. 
A Siemens Company 
4849 Alpha Road 
Dallas, TX 75244 
+1(972) 852-1000 
Fax +1(972) 852-1001 
E-mail info@efficient.com 
www.efficient.com 



Efficient Networks Europe B.V. 
Pare Centre 
Boeing Avenue 8 
1119 PB Schiphol-Rijk 
The Netherlands. 
+31 (0)20 655 60 60 
Fax +31 (0)20 655 60 65 
E-mail europe@efficient.com 



Efficient Networks Asia Pte Ltd. 

Level 24-01/03 Shaw Tower 

100 Beach Road 

Singapore 189702 

Phone: +65 3385855 

Fax: +65 3385860 

E-mail asiapac@efficient.com 
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